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RE MARKS 

All the numbers except XV 3. may be used as ope_ 
ning voluntaries, 

N?3. being loo short as an opening piece will do well 
as an interlude usually played during Service, the same 
is the case with N°. s 2, A 6 , 

For the performance of N 0S 1,4,A6,- Organs with 
two rows of keys are needed omitting 1he bars marked 
thus # 

N°. s 1, A 4, Can be played on an Organ with one sett 

of keys 

Although the effect would be injured by the absence 
of Pedals, yet all the pieces can be played without them 

It is assumed that the compass of the Pedals is 
from W to 2, Octaves beginning with C, (16 feet) as 
the lowes key. 

PP (no matter how many Stops are. pi il Id out) closes, 
and ff opens the Swell case. 

John Zundel. 



Knowing that of the many foreign Organ compositions 
used in this Country those of. Kink are-most appreciated, 
we respectfully leave it to the public to decide how far 
this work is worthy of a Pupil of that great master 
We consider its great utility to consist in its adapta- 
tion to our American Organs and the worship in this 

Country. 

Thb Publishers. 
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PRELUDES & INTERLUDES FOB THE ORGAN. 



Great Organ. Trumpet <fe Stop Diap. 
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Allegretto. Swell, with 2. or 3. flue slops 
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Gr:Org: StopDiap &Flute. 
Swell: Stop Diap. Dulcian & Principal. 
Andante. Pedal: Subbass. 
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